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The following order has been approved for an Unspecified Objekt by the 
Third Administration of WISMUT A.G. Ha.adciuarters : 


25X1 


MD» ^ ^ 

Order ITos 4436 / 94 O 

Both of the following items, required for deepening"BlindsGhachts", 
were costed aopare^tely although they are part of the sane order. 

Estimated cost: DM(e) 55 j 757 
Equipment for maximum depth of 100 metres, consisting of: 
i Fordermaschinej 1340 x 100 I'ln 

1 Motor; 50 K7, 96 O r.p.m, SgilRFT 


1 Seilscheibo; 1200 mm diameter 


25X1 


3 Seilscheibenj 4 OO mm diameter 
2 PBrderloibel; O. 6 I 5 cu.m, capacity 


2 I'iihi'ungsschlitten 


2 Hakonges chirr 


360 meters Seil; 17 mm diametOi* 


Estimated cost: DM(e) 236,194 
Equipment for maximum depth of 465 metres consisting of: 
2 Pordermaschinen: 3 000 x I 68 O mi!i 


2 Motore 


1 Seilscheibe; 2500 mm diameter 

2 Seilscheibon; 1200 mm diameter 


3 Puhrungsschlitten 
3 Hakonges chirr 


3 PBrderkilbel, 0.8 cu.m, capacity 
I 83 O meters Sell; 21 mm diameter 
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The following orders for nevr equipment- for Objelct 9 have been approved 
by. the Third 'Administration of WISMUT A.G. Headquarters: 

1. Schacht ■> 7 'J 

Order No: 44II/224 

Both of tho following items vrere costed separately although they 
are part of the same order. The equipment is for the transport 
of dead-rock from Schacht 377, carrying capacity 9500 cu.m, per hour, 
a.) Estimated cost of equipment; DM(E) 425,151 

Estimated construction costs DM(e) 336,200 (including transport 
of rock from the shaft, explosives, transport and railway 
construction) 

Skip Winding Installations consisting of: 

1 Pordemias chine type IMj 4000 x I65O nun diameter 

(including electrical fitting) 

2 Seilscheiben; 2500 mm diameter \\ , 

2 Skips; capacity 10 tons , 

2 Bunkerverschl&se 

24 Seilrollen; 250 mm diameter 

940 metiiB Porderseil; 32 mm dicaneter ♦ 


Estimated cost of equipment: DM(E) 398,722 
Estimated construction cost: M(e) 338,743 
Conveyor Belt Installations consisting of; 

2 Transportbdiidar 5 1200 m. wide, 315 m. long 
2 Schubwagenspeiser; I400 x 750 mm 
2 Motore; 25O k¥, 96O r.p.m. 

2 Motore; 4 IdJ, 1000 r.p.m. 

2 Planetengetriebe; ratio 1:13, 260 h.p. 

Schacht 510 

Order No: 44II/114 
Estimated cost: D?a(E) 74,555 
Hermetical sealing for th^* steel construction of t 


ition of the winding towers. 


Order No: 4436/139 

Estimated cost: I)iu(E) Q590 (including excavation work) 
Drain piping for the shower-bath installation consisting of: 
550 m. Stahlrohr (asphaltiert) | 100 mm diameter 

160 m. Steinzeugrohr; 200 mm diameter 
95 ill. Steinzeugrohr j 100 mm diameter 
5 runde' KontrollschJlchte 1 m. diameter 
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Order No: 4412/146 

The follo?an^ items although costed separately constitute part of 
the same order. The equipment is for a connection from the fire 
precautions pumping station to the engine house of Schacht 371. - 

a) Estimated cost? )DM(e) 6417 ^ , 

1 Pumpe: capacity 10 cu.m, per hour, head 23 m. 

1 Motors 2,1 kW, r.p.n. I45O 

170 m. Stalilrohr; 3 c.m. diameter (including: Schioher, 

Ventile and Rohrgrabenaushub) 

Estimated cost: I1 I(e) 2586 
200 n. Ifebel 
80 m. Peuchtraumleitxmg 
Rohi’graben 
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The following, order for now equipment for Objokt 90 has been approved 
by the Third Administration of WISMUT A.G. Ilo'adquarters ; 

Schachte 569. 574, 575 and trial pit (Schurf) 27 (?) 

Order No: 4487/121-02 

Estimated cost: IiM(E) 334,151 (including control point for 
the pipe supports, foundations and pipe trench 
excavations and pits) 

Compressed air piping from the central turbine compressor station 
to the above Schachte consisting of: 

56 m. Stahlrohr; 425/448 mm diameter 
1000 m. Stahlrohrj 377/581 ram diameter 
540 m. Stahlrohr j 245/301 mm diaiaeter 
7 Was s Grabs choider; 550 - 200 mia diameter 
5 Schieberi 550 - 200 mm diameter 
24 Kompensatoic, n;350 - 200 mm diameter 
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The following order for nevr equipment for Objokt 95 ‘has been approved 
■by the Third Administration of ’7ISM0T A.G. Headquarters? 

Order No: 4594/123 
Estimated cost; DM(E) 1581,888 
Equipment for the reconstruction of Zeche 2 providing for the 
erection of 14 disc filters consisting of: 

14 Scheibon-filter 

14 Valcumkessel; 1000 mm diameter x 2500 mii 
1 Transportband ; 6 50 mm wide, 10.98 ni. long 

1 Transportbandi 65 O mm wide, 39*75 s* long 
5 Lauflcataen; 2000 Kg. lifting capacity 

2 Laufkatzen; 1000 Kg. lifting capacity 

1 Mischorj 3000 mn. diameter, 3 OOO mm high 
4 Kreiselpunpec.: 120 cu.m, capacity per hour, head 30 m. 

12 Elektroraotoro 
17 Schurren 


Q 
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The following, ol'.dor for nov equipment fcr Objekt 95 hcs been approved 
by the Third Administration of V/ISMUT A.G. Headquarters: 


Order Ho: 4612/725 


Estimated cost: DM(e) 33,482 


Mechanical equipment for the neutralising Zoche of Objekt 95 


consisting of: 


3 Kreiselpumpon 
3 Motoro 

6 Holabehalter mit Rinnen; 5OOO mm diameter x 3OOO mr. 
1 Holzbehaltor nit Rinnen; 2000 ran diameter x 2000 mm 
1 Holzbehalter nit Rinnen; I5OO on diameter x I500 mm 


5 Ventilo (..md fittings) 
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